1993 INTECH Article Title index 


TITLE 
JANUARY 


Peabody & Sherman Discuss Shutdown Systems 


ontrol Industry Outlook 


Situ Tests Gauge Thermocouple Performar 


Limit Switches Key To Valve Reliability 


a's Cup Win 


7 


echnology Tacks Amer 


FEBRUARY 


r 


Analysis Technology Makes 


Quantum Leaps 
What Affects F meter Pertorma 
What Affects rlowmete erto 
Selecting The Right 


pH Measurement: The St 


MARCH 


A Question ( 


Hot Backup Pt n The Cold 


Do Calibration Instruments Meet Your Specs? 
Jse The 80/20 Rule In intrinsic Safety Cir 
T Center Fetes 10th Anniversary 
Dust Damage 
For ¥ ‘) y? 

pture A Quality image With ISO 9000 
nputs intrinsically Safe 
od Effects Meter 
g Offers Snapshots Of History 
s| QA/ISO 9000 Prograr 


Thermostats 


uit Desigr 


93 INDEX, VOL 40, 1993 





TITLE 


Five Steps To Smart System Design 


PAGE*# | 


Controlling Valve Fluid Velocity 
Predictive Valve Maintenance Vital 
Valve Packing Minimizes Monitoring 


Telemetry System Monitors Pipeline 


Sampling Vaives Help Analyze Difficult Process Streams 


Electronic Turnpike Totes Data And Cars 
JUNE 

Improper Training Can Be Explosive 

Contractors Prepare For Process Startup 

UNIX Bridges The DCS Interface 


n-Situ Tests Gauge Thermocouple Perfor 


The Effect Of Scan Period On 
Digital Control Loops 

Pressure Sensors Track Sea Mammals 
JULY 

Plots And Pressure Focus On Fieldbus 

Marketplace Mayhem 

Single-Point PLC Prods Fieldbuses 

Object-Based Systems Do Windows 

Smart Transmitters Tear Up The Market 

Signal Conditioning Pros And Cons 


Data Acquisition Plugs into Notebook PCs 


AUGUST 


The Crisis Entrepreneurs 


Intalligent DCS Loop Tuning Makes Sense 


Automated Odor Control Systems 
PC Controls Both Level And Flow 


An Engineering Tutorial: Thermal Mass Flowmeters 


infrared Gauges Hydrocarbon Levels 
| SEPTEMBER 
| Attention Copyright Felons Yes, You! 
If Only It Were So 
New Controis Spark Boiler Efficiency 


Better 


TITLE 


| 
Building Integrated Information Systems 
| 
| 
| 


PAGE *# 


MES Closes CIM Gap On The Plant Floor 
intrinsically Safe Outputs Made Easy 

First Industrial Pentium PCs 

Sensors: Toward The Next Generation 

Electrodes Slash pH Adjustment Time 

Chicago: ISA/93 Opens To Critical Acclaim 

Space Stations: Our Future Power Source? 
OCTOBER 

Get A Life; Get A Value 

Who's In Control? 
mance (Pt. 2) Why Valves /re Always Oversized 

PLCs Upgrisde Power Piant Control System 

Mass Spectrometers Poll Plant Pollution 

Installing Intrinsically Safe Systems 

Merging CIM With MIS 

intelligent Is Better Than Smart 

Flexibility ls Key To ASIC Functions 
NOVEMBER 

Educational Elitism Injures Industry 

Dynamic Alarrung For OCS 

Screen Print Sensors Can Take The Heat 

Is Intrinsic Safety Ready For Fieldbus? 

Export Options For Small Manufacturers 

Fieldbus Fever At ISA/93 

ISA/S93: Give Me The Works 
DECEMBER 

The New Management Paradigm 

Turning Production Data Into SPC Gold 

Expert System Is Troubleshooter 

Why Calibrate On The Job Site? 

Safety Systems: Where Is Your Weak Link? 








—E HIGH 


ONTROL 


CONTROL 


¢ ZERO FIRED 
CONTROL 


* ON-OFF 
CONTACTORS 


PHASE ANGLE 
SINGLE PHASE 00 
100 AMP 5] 


480 VOLT 


PHASE ANGLE 
SINGLE PHASE 
10 AMP, 480 VOLT 


OEM PRICE BASED ON 100 PIECES 


(g) PHASETRONICS 


ZERO FIRED 
THREE PHASE 
10 AMP, 480 VOLT 


ZERO FIRED 
THREE PHASE 


$180” 


480 VOLT $4200 





Toll Free FAX (800) 548-4104 





4241-114th Terrace North, Clearwater, FL 34622 


Phone (813) 573-1900 
FAX (813) 573-1803 











Circle 44 


84 DECEMBER 1993 INTECH 


NWAL! 


c& Oo @ 


JELECTRONIC 
> of a tS 


f 4 | 
l 








4 
C; 
ity 


MISTER THERMISTOR 
PRESENTS THENEW / essasice 
LOOK FOR THE > il / 
LEADING NAME IN ae 
THERMISTORS. 


Fenwal Electronics offers 
the industry a complete line 
of high-quality NTC/PTC 
thermistors. Including our 
Uni-Curve, Glass Encap 
sulated Chip, Bead, Disc 
and PTC series 

For your copy of our 
Standard Products catalog I 
write or Call Fenwal Electronics / / 
Incorporated, 450 Fortune 
Boulevard, Milford, MA 
01757 (508) 478-6000 


4 
> 





1993 INTECH Article Title index 


TITLE 
JANUARY 


Peabody & Sherman Discuss Shutdown Systems 


ontrol Industry Outlook 


Situ Tests Gauge Thermocouple Performar 


Limit Switches Key To Valve Reliability 


a's Cup Win 


7 


echnology Tacks Amer 


FEBRUARY 


r 


Analysis Technology Makes 


Quantum Leaps 
What Affects F meter Pertorma 
What Affects rlowmete erto 
Selecting The Right 


pH Measurement: The St 


MARCH 


A Question ( 


Hot Backup Pt n The Cold 


Do Calibration Instruments Meet Your Specs? 
Jse The 80/20 Rule In intrinsic Safety Cir 
T Center Fetes 10th Anniversary 
Dust Damage 
For ¥ ‘) y? 

pture A Quality image With ISO 9000 
nputs intrinsically Safe 
od Effects Meter 
g Offers Snapshots Of History 
s| QA/ISO 9000 Prograr 


Thermostats 


uit Desigr 


93 INDEX, VOL 40, 1993 





TITLE 


Five Steps To Smart System Design 


PAGE*# | 


Controlling Valve Fluid Velocity 
Predictive Valve Maintenance Vital 
Valve Packing Minimizes Monitoring 


Telemetry System Monitors Pipeline 


Sampling Vaives Help Analyze Difficult Process Streams 


Electronic Turnpike Totes Data And Cars 
JUNE 

Improper Training Can Be Explosive 

Contractors Prepare For Process Startup 

UNIX Bridges The DCS Interface 


n-Situ Tests Gauge Thermocouple Perfor 


The Effect Of Scan Period On 
Digital Control Loops 

Pressure Sensors Track Sea Mammals 
JULY 

Plots And Pressure Focus On Fieldbus 

Marketplace Mayhem 

Single-Point PLC Prods Fieldbuses 

Object-Based Systems Do Windows 

Smart Transmitters Tear Up The Market 

Signal Conditioning Pros And Cons 


Data Acquisition Plugs into Notebook PCs 


AUGUST 


The Crisis Entrepreneurs 


Intalligent DCS Loop Tuning Makes Sense 


Automated Odor Control Systems 
PC Controls Both Level And Flow 


An Engineering Tutorial: Thermal Mass Flowmeters 


infrared Gauges Hydrocarbon Levels 
| SEPTEMBER 
| Attention Copyright Felons Yes, You! 
If Only It Were So 
New Controis Spark Boiler Efficiency 


Better 


TITLE 


| 
Building Integrated Information Systems 
| 
| 
| 


PAGE *# 


MES Closes CIM Gap On The Plant Floor 
intrinsically Safe Outputs Made Easy 

First Industrial Pentium PCs 

Sensors: Toward The Next Generation 

Electrodes Slash pH Adjustment Time 

Chicago: ISA/93 Opens To Critical Acclaim 

Space Stations: Our Future Power Source? 
OCTOBER 

Get A Life; Get A Value 

Who's In Control? 
mance (Pt. 2) Why Valves /re Always Oversized 

PLCs Upgrisde Power Piant Control System 

Mass Spectrometers Poll Plant Pollution 

Installing Intrinsically Safe Systems 

Merging CIM With MIS 

intelligent Is Better Than Smart 

Flexibility ls Key To ASIC Functions 
NOVEMBER 

Educational Elitism Injures Industry 

Dynamic Alarrung For OCS 

Screen Print Sensors Can Take The Heat 

Is Intrinsic Safety Ready For Fieldbus? 

Export Options For Small Manufacturers 

Fieldbus Fever At ISA/93 

ISA/S93: Give Me The Works 
DECEMBER 

The New Management Paradigm 

Turning Production Data Into SPC Gold 

Expert System Is Troubleshooter 

Why Calibrate On The Job Site? 

Safety Systems: Where Is Your Weak Link? 








—E HIGH 


ONTROL 


CONTROL 


¢ ZERO FIRED 
CONTROL 


* ON-OFF 
CONTACTORS 


PHASE ANGLE 
SINGLE PHASE 00 
100 AMP 5] 


480 VOLT 


PHASE ANGLE 
SINGLE PHASE 
10 AMP, 480 VOLT 


OEM PRICE BASED ON 100 PIECES 


(g) PHASETRONICS 


ZERO FIRED 
THREE PHASE 
10 AMP, 480 VOLT 


ZERO FIRED 
THREE PHASE 


$180” 


480 VOLT $4200 





Toll Free FAX (800) 548-4104 





4241-114th Terrace North, Clearwater, FL 34622 


Phone (813) 573-1900 
FAX (813) 573-1803 











Circle 44 


84 DECEMBER 1993 INTECH 


NWAL! 


c& Oo @ 


JELECTRONIC 
> of a tS 


f 4 | 
l 








4 
C; 
ity 


MISTER THERMISTOR 
PRESENTS THENEW / essasice 
LOOK FOR THE > il / 
LEADING NAME IN ae 
THERMISTORS. 


Fenwal Electronics offers 
the industry a complete line 
of high-quality NTC/PTC 
thermistors. Including our 
Uni-Curve, Glass Encap 
sulated Chip, Bead, Disc 
and PTC series 

For your copy of our 
Standard Products catalog I 
write or Call Fenwal Electronics / / 
Incorporated, 450 Fortune 
Boulevard, Milford, MA 
01757 (508) 478-6000 


4 
> 

















